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Message Text 



UNCLASSIFIED 

PAGE 01 QUITO 06728 101700Z 
65 

ACTION CU-04 

INFO OCT-01 ARA-10 ISO-OO /015W 

044709 

R 101527Z SEP 75 
FM AMEMBASSY QUITO 
TO SECSTATE WASHDC 7161 
INFO USIA WASHDC 
AMEMBASSY BOGOTA 
AMEMBASSY LIMA 
AMEMBASSY SANTIAGO 
AMEMBASSY LA PAZ 
AMCONSUL GUAYAQUIL 

UNCLAS QUITO 6728 

FOR: CU/ARTS ILA 

E.O. 11652: N/A 

SUBJECT: MCLAIN FAMILY BAND 
REF: A-5589 

1. POST MOST ENTHUSIASTIC TO HAVE MCLAIN FAMILY BAND; PARTICULARLY 
APPROPRIATE FOR BICENTENNIAL AND FOR JOINT POST AND BICENTENNIAL 
COMMITTEE OF QUITO PRESENTATION. 

2. ONE PROBLEM: FINANCING TERMS. POST COULD SUCCESSFULLY PRESENT 
TOTAL 2 CONCERTS, ONE IN GUAYAQUIL AND ONE IN QUITO AT $250.00 PER 
CONCERT AND PERHAPS HOME HOSPITALITY IN LIEU OF PER DIEM. 

3. COULD MCLAIN FAMILY BE APPROACHED ON THESE TERMS - FOR GOD, FOR 
COUNTRY (200 YEARS THERE OF), FOR $250 PER AND GENUINE 
ECUADOREAN HOME HOSPITALITY? 

BELT. 



UNCLASSIFIED 



NNN 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975QUITO06728 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75031 3-0978 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750966/aaaacgcx.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE A-5589 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
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Review Release Date: n/a 
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